UNITED STATES ENVIRONMENTAL PROTECTION AGENCY 
REGION IX 

Underground Storage Tanks Program Office 
75 Hawthorne Street (WST-8) 

San Francisco, CA 94105 


IN REPLY REFER TO WST-8 

AND SITE # NAV-383L 

Certified Mail: 7001 0320 0002 4540 2828 


Mr. Roy Waters 

Maintenance & Construction Superintendent 
Central Consolidated School District #22 
Shiprock, NM 87420 

Subject: Nataani Nez Elementary School, Old Bus Barn, Central Consolidated School 

District # 22. 

Dear Mr. Waters: 

This correspondence refers to the groundwater monitoring report dated December 2004 
that was prepared by Envirotech, Inc. for the old bus barn site of the Nataani Nez Elementary 
School in Shiprock, NM, on land of the Navajo Nation. Groundwater was impacted at this site by 
releases of hydrocarbons from an underground storage tank (UST). 

The most recent analytical results for groundwater samples collected at the UST site 
indicates no hydrocarbon concentrations above appropriate EPA, Region IX or Navajo Nation 
EPA (NNEPA) groundwater cleanup levels. The information submitted has assisted EPA in 
assessing the status of the site, where one UST was removed on March 29, 1 990. Based on 
this data, this site does not appear to pose a current threat to human health and the 
environment. Therefore, EPA and NNEPA are not requiring further action at this time. 

Please call Walt Guggenheimerof my staff at (415) 972-3377, or Henry Haven of the 
NNEPA at (928) 871-7995 if you have questions or need more information. 

Sincerely, 


Steven C. Linder, P.E., Manager 
Underground Storage Tanks Program Office 

Enclosure 

cc: Henry Haven, Navajo Nation EPA 

Alan Downer, Navajo Nation HPD 
C. Jack Collins, Envirotech, Inc. 


ENCLOSURE: LIST OF CONTACTS 



Henry Haven, Geologist 

Navajo Nation Environmental Protection Agency 

P. O. Box 339 

Window Rock, AZ 86515 

Alan Downer, Director 

Navajo Nation Historic Preservation Department 

P. O. Box 9000 

Window Rock, AZ 86515 

C. Jack Collins, Chief Environmental Scientist 
Envirotech, Inc. 

5796 Highway 64 
Farmington, NM 87401 


(928)871-7997 


(928)871-7139 


(505) 632-0615 


IN REPLY REFER TO WST-8 
AND SITE # NAV-383L 



Certified Mail: 7001 0320 0002 4540 2828 


Mr. Roy Waters 

Maintenance & Construction Superintendent 
Central Consolidated School District #22 
Shiprock, NM 87420 

Subject: Nataani Nez Elementary School, Old Bus Barn, Central Consolidated School 

District # 22. 

Dear Mr. Waters: 

This correspondence refers to the groundwater monitoring report dated December 2004 
that was prepared by Envirotech, Inc. for the old bus barn site of the Nataani Nez Elementary 
School in Shiprock, NM, on land of the Navajo Nation. Groundwater was impacted at this site by 
releases of hydrocarbons from an underground storage tank (UST). 

The most recent analytical results for groundwater samples collected at the UST site 
indicates no hydrocarbon concentrations above appropriate EPA, Region IX or Navajo Nation 
EPA (NNEPA) groundwater cleanup levels. The information submitted has assisted EPA in 
assessing the status of the site, where one UST was removed on March 29, 1990. Based on 
this data, this site does not appear to pose a current threat to human health and the 
environment. Therefore, EPA and NNEPA are not requiring further action at this time. 

Please call Walt Guggenheimer of my staff at (415) 972-3377, or Henry Haven of the 
NNEPA at (928) 871-7995 if you have questions or need more information. 

Sincerely, 


Steven C. Linder, P.E., Manager 
Underground Storage Tanks Program Office 

Enclosure 

cc: Henry Haven, Navajo Nation EPA 

Alan Downer, Navajo Nation HPD 
C. Jack Collins, Envirotech, Inc. 
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